2,5.4   Bearing

Typical minimum bearing lengths are 2V for solid and hollow core
slabs, and 3V for ribbed slabs and for solid slabs with projecting

nibs.
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Where the edges of walls are chamfered more than k inch,

the bearing length must be measured from the inside edge of the
chamfer. Bearing lengths can be reduced from the values noted
above if the bearing surfaces are armoured. However, short bearing

length imposes tight and potentially costly manufacturing and
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erection tolerances.  '
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